ETag: "dde4e08fb6a132ac4e1337a456974193"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 2355
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 28:1402 Medical Malpractice
x-archive-meta-case-name: Vigneron-Moulin v. Queen's Medical Center, The et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: hid
x-archive-meta-docket-num: 1:11-cv-00359-LEK -BMK
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Personal Inj. Med. Malpractice
x-archive-meta-pacer-case-num: 97074
x-archive-queue-derive: 0
x-upload-date: 2011-11-15T09:05:00.000Z
